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This rating i s applicab!e when the duty cycle of the voltage pulse does 
not exceed 15 per cent of one horizontal scanning cycle. In a 525- 
line, 30 -frame system, 15 per cent of one horizontal scanning cycle is 
10 microseconds. 


The dc component must not exceed 900 volts. 
The dc component must not exceed 100 volts, 
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